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THE EASTLAKE SHINGLE. 






THE ülustration on opposite page shows one EASTLAKE shingte, size 23 x 18 
inches, 44 sheets to a square, which means sufficient to cover 100 square 

feet when laid on a plain surface. 

Each shingle is made from soft sieel plate, either painted or o-ahanized 
and covers, when laid, 22 x 15 inches, but is embossed, as shown Ín the illustration' 
so as to appear only y T \ x 4^ inches, with a half-inch raise at the butt. 

These shingles are made in three grades oí painted steel and three grades 
of galvanized steel— Nos. 1, 2 and 3 — the difference being- in the thickness of the 
plates, otherwise the quaiity and finish are the same. 

The EASTLAKE shingles are united at the sides by means of our patent 
telescopic side-lock, which fully allows for contraction and expansion of the metal, 
and are provided with a concealed gutter, which makes leakage at the joint 
an absolute impossibility. 

This side=lock is so constructed that it cannot be crushed out of shape, 
as is the case with those having laru-e open loops below the bottom o( the plates' 

The side-lock on the EASTLAKE shin-le forms a complete and perfect 
gutter capable of carrying; off any water that may get into ihe lock, and is 
so constructed that it is the safest telescopic side=Iock on the market . 1 u 
its perfect construction admits of the shingles being laid very rapidly indeed ' 

Fiease note carefully the construction of this combined side-Iock and gut'ter 
as it is a very important feature, and the EASTLAKE is the only shinjHe 
possessing a side-lock formed in this way. 
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THE accompanying illustration shows 
the method of starting the first 
two rows of shingles, which, it 
will be ohserved. are laid from right to left. 
When required, the eave shingles, 
star >, which are represented in the 
illustration by the narrow piece at the 
bottom, are furnished b) s, but are not 
sent unless specially ordered, for, when 
the r* projects o\er the building, as in 
mo- that is necessary is to 

igh the bottom oi the fir^t cours 
without using an\ eave shingles 

- 

B\ referring to the iliustration, you will o that about three inches below 

e ípper edge of each shingle are four cleats, which are curely fastened to the 
bo. the plate before leaving our factory. 

When being applied the shingles are nailed along the upper edge above the 
cleats, uith not less than four i or i -inch wire nails to each shingle, and when 
laid. the nail heads are all co\ ered : the upper cou erlappiog the lower one 

to the cleats on the course below, just covering the rivets. 

The cleats are then bent upward and over the bottom of the overlapping 
^hingL thus holding down the lower edge of each shingle very securely. 




The upper edge of each shingle, down to the cleats, is provided with heavy 
corrugations, which effectually prevent any drifting of water or snow between 
the shingles. 

These cleats are made from the very finest quality of extra coated heavv 
tinned steel, which wiil not crack nor break in bending, and they are of great 
advantage in laying the shingles, as they enable the roofer to keep each course 
straight without the aid of a chalk line. 

The EASTLAKE shingle, owing to its construction, can be laid much 
quicker than any other metallic shingle on the market, for the following reasons : 

1. There are only 44 sheets to the 100 square feet. 

2. They are laid from right to left, so that the workman is always 

facing his work. 

3. There ¡s no cleating down or malletting of seams. 

4. The shingles are all accurately squared ; therefore all exactlv of 

the same size. 

5. The rapidity of joining the shingles at the side lock, as it consists 

ot simply shpping the edge of one sheet into the lock of Ihe 
other, which is so large and open as not to need anv tuceine; 
or pulling to make the shingles go together. 

AMPLE PROVISION 18 MADE IN THE C0NSTRUCT10N OF THE SHtNGLES FOR VENTILATION 
ON THE UNDER SIDE, consequentiy there is no possibiíity of condensation or moisture on the under 
side of the shingfe. This aduantage is found only in our shingfes and it adds uery materia/fy to 
the tife of the roof, as it preuents any possibifity of corrosion on the under side. 



• 
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1 be EASTLAKE on a Mansard Roof. 
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GALVANIZED SHINGLES. 

THE galvanized EASTLAKE shingles are all thoroughly and evenly 
coated on both sides with pure zinc, and this being a thorough preserva- 
tive, the galvanized shingles do not require painting. 

In comparing our galvanized shingles with those that may be offered you in 
c ">mpetition vvith them, it is very important that you should notice not only the 
difterence in the construction of the shingfles, but that vou should also bear in 
mind the fact that the EA5TLAKE galvanized shingles are not cut out of 
large sheets of galvanized iron, as is the case with nearly all other galvanized 
shingles now on the market, consequently there are no sheared or raw edges 
uncoated with the galvanizing material, besides which, the EASTLAKE shingles 
are thoroughly galvanized all over, and are free from black spots and other 
defects in the coating. 

Shingles that are made from galvanized sheets, and that are then 
embossed and formed into shape, are invariably very defective on account of 
the galvanizing cracking in the operation of embossing, and if you will 
examine almost any other shingle you will find that the galvanizing material 
scales off or cracks where the lock is formed. This, however, is not the case 
with the EASTLAKE shingle. The EASTLAKE g^alvanized shingles are made 
ot' clean, bright material, and owing to the larg-e number of sharp edges, and 
general construction, a poor class of material could not be used in making 
these shingles, as it would not stand the embossing. 
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Shingles that are made with round corners and large loops on the side can 
be made of a verv inferior material ; in fact, we have noticed some that have been 
made from a class of galvanized iron which is never used nor sold in this country 
except for the very cheapest kind of work, such iron being very brittle and poorly 
coated. 

It is, therefore, not sufficient to know that you are merely getting a 
heaw galvanized shingle, as it is far more important to have one that is 
properly coated, weight or thickness ot' gaivanized iron not being the principal 
consideration, the coating is the main point ; but of course a heavy plate vvill 

retain its shape much better than a light plate. 



PAINTED SHINGLE5. 

BEFORE leaving our factory, the painted EASTLAKE shingles have a 
thorough coating on both sides with the best quality of Coalite, which is 
an article specially manufactured under a secret process known only to ourselves. 

This coating is almost black in color, and has a very fine finish. 

It is very tough, will not crack nor peel off, even when the sheet that 
is coated with it is bent sharply backward and forward. 

We have spent considerable time and money in getting this perfect 
coating to its present high standard, and can safely assert that it is the best 

article in America for the purpose for which it is used. 



The painted shingles should get an extra coat of this preservative 
after they are put on the building to cover any marks or scratches received in 
transit or laying, and as the shingles are all thoroughly coated on the under side 
before leaving the factory, a periodical coat of paint on the upper surface once 
every four or five years will preserve them indefinitely. 

The cost of re=coating is only a trifle, as the metal does not absorb 
anything, and one gallon of Coalite will cover about 8 squares, or 800 
square feet, and as the surface ot' the shingles is perfectly smooth the coating 
in be very quickly applied by anyone of ordinary intelligence. 

The EASTLAKE shingles covered with this preservative cannot from a 
>hort distance be distinguished from the best bíue Welsh slate. 

A trial will convince you that the EASTLAKE shingles are exactly as 
represented, and if you have the least doubt regarding their durability, would ask 
you to examine any slate roof in the Dominion in which there is a valley and you 
wtü usually find it made of galvanized iron, and yet it not only stands more 
wear, but lasts just as long as the slate roof. 

When you compare the price of the EASTLAKE shingles with those 
made in imitation by other makers kindly compare weights, and remember that 
there is as much difference in the quality of metallic shingles as there is 
in the people who make them. 

The rapidity with which the EA5TLAKE shingles can be laid on the 
roof makes them fully 25 cheaper than any others, even at the same price per 
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square, while they are simplicity itself in laying, and can be put on by 
anyone of ordinary intelligence. 

They are constructed upon a scientific principle, and possess all the 
advantages with none of the disadvantages found in other kinds of metal 

shingles, 

We use nothing but the best vvorkmanship and material, 

Our machinery is special anJ the very best of its kind, capable of turning 
out uniform and perfect work, 

Many persons think and believe all metallic shingles made by difterent 
makers to be the same, that on<¿ will last as long as the other, and can be laid 
just as rapidly, This is a ^reat mistake. We are aware that unscrupulous 
parties have made shingles that are almost worthless, and by so doing have, 
in some localities, brought metaüic shinglc intv^ disrepute. If you buv of 
irresponsible parties who use cheap iron, cheap tin, and adulterated paint, with 
cheap workmanship, what else can voli expect? Nothing bLit a cheap and inferior 
roof from beginning" to end. With such an experience one is apt to consider all 
metallic roofs as inferior. lf you want the worth of your money, you should 
buy of responsible manufacturers, and get a good articte at a fair price. 

In these days ol keen competition it is usual to get just about what you 
pay for. 

The EASTLAKE patent shingles are adapted for all styles and classes 
of buildings upon which wooden shingles can be used. 
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To apply them a pair of snips and a hammer are the only tools 
requíred. 

Tfaey are especially suitable for churches and school houses where a 
strong, attractive, fire-proof roof is wanted, and at the same time one of Hght 
weight. so as to cause no strain on the trusses and \ons[ timbers usually used 
in sttch buildingfs. 

PROTECTION FROiVl LIGHTMNü 



^CIENTISTS agree that a building covered with sheet metal has the best 
<-} protection against lightning that can be had, as the larg-e surface of 
rhc metal scatters the electricity and renders it harmless. 

PROFESSOR MITCHELL says— 

" It is ¡mpjssibfe thac a building couered ivith iron shoutd be injured by lightnith 

PROFESSOR JOHN WISE says— 

My observation leads me to say that tvhen metal roofs become the rule, injury to 
our buifdings and their contents by lightning tuill have passed au/ay. ' 

We have been manufacturing; the Eastlake shingles for twelve years, 
id have never vet heard of a building being injured by lightning that was 
covered with them. 
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FIRE-P&OOF QL ALITIES. 



T 

is a fact ih.it has been clearly demonstrated beyond question that w\, uu 

properly covered with metal is more thoroughly fire-proof than solid 
iron ssill withstand more fire and heat uithout uarpir md tuistin- 

shapí The metal coveríng may be red hot aJl thc time during the m 
nd while the u ! may b charred it will nol ignite. Theref. 
a metal roof affords protection u here fire orig;inates in adioining or sur- 
unding buildinjrs. and in th, ; u of a fire originatíng ',. B buWdh^ 

den Portion alon *d, the metal provin-. n erTeeti 

' t( - nd the building ulu . it Marted. and ot coun 

spark^ fallinji upon a metal roof cannot i^nite it. 



M 



J \L 
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SAVING IN INSLRANCE. 
r buildings s highly recommended by insurance com- 



panies. s it furnis s no food for the flames. Vither will it erack nor fall 
the action oí heat or uat. but uill keep its s long s there is anv- 

thin^- left to s - :n it. 

i - tection to a building reduces the rate of insurance. and in nl 

orly provided vvith fire apparatus this is it c< ^ideration 

This saving alone will more than cornpensate for anv dirTerence in the 
original cost. 
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ADVANTAGE5 OVER W OOD SHINGLES. 

( OOD wood shingles are a thing of the past. The machine-made shingles of 
^J to-day are a very poor substitute, and not at all to be compared to the 
old shaved shingles. 

The present shingles are tnostly cut from very inferior material and the wood 
fibre is so furred up in sawing that it absorbs moisture rapidly and retains it 
tenaciously. The shingles soon rot out or water soaks through them before they 
are worn out ; in fact, we have known a large number of cases in which the water 
has soaked right through pine shingles after thev have been on only a very few 
years. 

The best of wooden shingles will shrink, leaving crevices, and increasing 
a hundred fold the chances of leaks, besides only lasting a few years. 

The EASTLAKE patent shingles can be applied at least from three to four 
times as quickly as wood shingles, and only cost about the same when laid on 
the building, besides having a much better appearance, and lasting very much 
longer, in addition to being thoroughly fire and lightning=proof, so that, all things 
considered, it will be found that our steel shingles will be very much cheaper 
and better in the end. 

SHEETINQ AND PAPER. 



R 



OOF boards should be reasonably seasoned and sound to hold the nails firm 
We recommend close sheeting for dwellings or similar buildings. 
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We also advise laying one thickness of OLEINE water-proof paper under 
the roofmg; the additional cost is trifling, and the building will be warmer in 
wmter and cooler in summer. The paper acts as a non=conductor of both heat 
and cold, and is also a sound-deadener. 

he , ai Pr M VentS , a " y C ° ndenSatÍOn ° n *« ""der side of the roofing. caused in 
heated bu.ld.ngs by the hot aír inside coming in contaet with the cold air outside 
Paper should always be laid under roofing- on dwellings or similar buildino- s 
or wherever gases. steam, sulphur, or other injurious substances exist, and thé 
Ul.ene paper, which is always kept in stock by us, is the best article for this 
purpose, as it will not shrink, curl up, nor break, ¡s odorless, clean to handle 
no waste, and is thoroughly water-proof and air-tight. 



PACKAOES. 



^HE EASTLAKE patent shingles are all securely packed 

one square each, and all packages are branded with 
Registered I rade Mark. without which none are genuine. 



in crates containinír 
our name and 



FREIGHT5. 



O u Lf!t? h s 'c, in l€ r. th ? n r~ ,ots ' are oirried at * th ciass «** «* - «*- 

lots a /t h class. but uhen des.red we quote prices for our goods delivered 
at any ra.Iway station in the Dominion. aeuvered 
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SPECIAL VALLEY. 

^HIS illustration represents our Special Valley, 
which is appiied before the shingles are laid. 
This vallev is made from ealvanized iron, usuallv in 
eigfht feet lengths, K-inch girth. 



WE also present a cross=section showing the method 
of laying the shingles with the valley by forming a 
hook on the shingfles and lockine them into the vallev so as to 
cover the nail heads, and making leakage an impossibility. 

Where specially larg;e valleys are required, we can make them 
out ot' jo, 24, or 30-inch stock, although for ordinan roofs the 
reirular size will be found to be thoroiujhlv saiisfactorv. 



ROOFING HOOKED 

INTOVALLEY 



NBL- 



ROOFING HOOKED 
INTO VALLEY 
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IMPERIAL RIDQE OR CORNER CAP. 




\ lADK o\ -alvanized iron only, usually in eight feet lengths. 

This form of cap is applied before the shingles are laid, as thev fit into the 
bend in the cap so that all nail heads are covered. 

CLIHAX RIDQE CAP. 




NAILS 



IVJADE oi' gpalvanized iron only, usually in eight feet iengths. 

■ This form of ridge cap is also applied before the shingles are laid which 
fit into the bend in the cap so that all nail heads are covered 
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ROLL TOP RIDQE OR HIP CAP 






V400D 
ROLL 




R 



H I P CAP 



ood\ 

olCJ 




THIS cap is made of either gfalvanized or painted steel, and is supplied 
complete with wood roll. 
This is the ordinarv form oí cap that is used íor finishing on ridges and 
hips, being applied after the shin^les are laid. 




N this small circular vve ha\ not sufficient space at our disposal to give 

moro extended information regarding the EASTLAKE shingfles, but if desired 

we shall be pleased to forward you our large catalogue, u her with copies 

of t Imonials that we have received from those who have used our gfoods in 

nearlv all parts ot" the Dominion. 

We publish, however, a few testimonials from gentlemeñ who are we 
known in nearh all parts of i!k- country. 
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The originals of these TE5TIMQNIALS may be seen at our office 
any time, togfether with hundreds oí others from those who have used our goods 
tor a inimk'r of years, ;md who speak in the highest lerms regarding their merits. 



Tiifi Mk i Al UC ROOI ING CO., 

rORONl O. 
I >ear SÍrs : — 

I take pleasure in certifying thai the roofs covered with your Mefallic Shingles have given 
ihe utmost satisfaction. A large number oí ihe buildings on the Hxhibition grounds have been 
covered wiih your Metallic Shingles, and have proved the tightesl roofs we have. I also consider 
yonr Metallic Shingles and Siding io be a ^ood fire pmiector. 

Yours t rul y, 

Mark Hall, Architect, 




I agree with Mr. líall's statement as to the character of the roofing material manufactured 
by this Company. They can be used when wooden shingles cannot be considered either on the 
score ofappearance or safety against fire. The Siding and Shingles are ornamental in design 

while efleri ¡ve ;ts a fire guarJ. 

JOHN j. WlTHROW, 
President Industrial Exhibition, Toronto. 
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Mbtaluc Roofikg Company, Limited, 

TORONTO. 

Gemlemen : — 

We have used large quantitíes ofyour Metallic Shingles and Siding during the past eight 
years, and have always found them to give everv satisfactton, while, at the same time, we have 
found, by actual experience, that your shingles can be laid considerably quicker than am others 
on the market. 

We might mention that we laid about Two Thousand Squares of your galvanized ,% East- 

lake" shingles on the new buildings erected on the Exhibition grounds in this City< 

The Sixty Tons of your "Owl' brand of Galvanized Conrugated Iron for ihe train shed at 

the Union Station here was also very satisfactory. 

Yours truly, 

DOUGLAS Hrv^s., Contractor^. 



Pkrth, Ont., February 8tfa, [898. 



From Petkr Hope, Eso., 

Hardware Merchant, etc.: 

I have been using your Roofing, Siditigf and Ceiling for about fifteen years, and wil 
that they have alwavs been as represented and are giving entire satisfaction.' 



sa\ 



Bellevillé, Ont;, February and, 1898. 
From Messrs. John Lewis & Co., 

Hardware Merchants, etc: 
We have been using your Galvanized and Painted Shtngles for four years, and iVey have 

always given the most perfect satisfaction." 
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Montrkal, Que.j Januarv 2^th, 1898. 
From Messrs, E. C. MoüNT & Co., 

Plumbers, Steamfitters, Roofers, etc, 784 Craig Street : 

We have been using íor several years your Pressed Brick Siding and Rock Faced Siding, 
and have always found them give the verv hest of satisfaction, never having had a complaint of 
any kind. " 



From the Mechanics' Sl'PPLV Co., 

Dealers in Building: Material : 



Ouebec, Que», January J2nd, 1898. 



We have used a considerable aniount of your goods, both for interior and exterior work, 
<tiul hnd them inuch superior to anything we have lieretofore handled. We find that you execute 
our orders with promptness and correctly and in a thorough business manner, so that \ve can 
rely an what we are getting." 



„ Xapanee, Ont.. Januarv J2nd, 1898. 

From Mkssrs. Bovle & Son, 

Hardware Merchants. etc: 

W e have used your Painted and Galvanized Steel Shingles and have had every satlsfaction 
with them, and believe them to be the best articles of the kind on the Canadian market. One 
thing m particular we notice, and this is that we get just what we buy when purchasing from 
you. We have handled your goods for the past six years and can recommend them to anyone 
contemplating building." 
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From J. H. Lefebvre, Eso.: 

General Merchunt : 



Howick Station, Que., January ¿sth, i8o8 



"I have been selling your goods for the last four years and they have always gíven the 
very best ot' satisfaction, the quality he'mg uniform and the Roofing easily applted." 



From Rev. \V. H. Porter, 

Pastor Calvar\ Church : 



Brantfori>. Ont., February .;rJ, 1898. 



" From personal oxperience I canttot speak too highly of the elegant work of the Metallic 
Roofing Company and ol' the pa¡n> taken in applying ihe Metallic Ceiling in the Calvary Baptis 



vhureh. 



From \V. a. Barnes, Eso.. 

Hardware Merchant, etc: 



KEMPTVILLE, Ont., January 26th, [898, 



k - [ have been using your goods for a number oí years t anJ thought il well that you should 
know what iny opinion was with reference to them. I have used the Empire Galvantzed, the 
Eaatlake Paínted and Gatvanized Shingles, and aiso your Embossed Steel Ceilings, and I find 
that they give good satisfaction both to myself and customers It affords me great pleasure 10 
recommend your goods, especially the Shingies and embossed materíals for Ceilings 
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GananOQUBj Ont., January 25th s 1898. 



Fro.m Mbssrs. L W, Bennett & Son, 

Hardware Merchants, etc, : 



Él Having us>ed a large quantity of your Roofing, Ceilíngs, Siding, etc, during the past few 
years, we must sav that it is a pleasure for us to have an opportunity 10 say a word or two in 
ce to vour goods. We always find that vour goods are well made, and that they can be 
laid 011 a job i 11 a shorter time and with better results than any others. We notice that you 
always endeavor to keep up ihe standard of your goods, and do not make a specialty of poor 
goo^U cheap. The Metal Ceilings supplied by you for the Merchants Bank in our new block are 
eatlv admired, as well as tlie other ceiling jobs got out by you for us. ' 



From j. H. AdaMi Esq., 

Hardware Merchant, etc- : 



Tavistock. Ont., January 3ist, 189S. 



" I have used you Roofing and Siding for the iast five or six years, and find that they give 
perft satisfaction. I firmly believe your goods the best on the markei, and can highlv 
recommend them to ihc business public/ 



From Messrs. Geo. D. Wood & Co., 

Wholesale Hardware Merchants : 



Winnipec;, Man.j Januarv 2<Sth, 1898. 



u We wish to say that we have ^old your Metallic Shingles and Siding for several years, with 
- itisfactorv results. 1 



•>•>. 
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~ ,. , SeafoRTH, Ont., Februarv ^th, tSgS. 

From Messrs. Johnson Bros., 

Hardware Merchants, etc; 

41 It is a number of years ago that \ve firsi used your Metallíc Shingles, and these shingles 
are in perfect condition yet. We use your goods because we believe them to be ihe best on the 
market. Our foreman says he has yet to finJ the first defeclive plate. This appl.es to you. 
Metallic Ceilings as well as to other goods." 



FrOM MESSRS. FlLLER BroS., 

General Merchants 



rkona, Ont., I ary 5 1 ¡ > , 1&38. 



"We have been handling your Brick Siding and Painted Eastlake Shingles for aboul five 
years, and have found them satisfactory in every particular. We have pleasure in testilVin.. 10 
t heir merits, " 



From O. A. Fraser, Esq., 

Hardware Merchant, etc: 



N r ORWOOD, Ont., February ^th, 1 



" I have been using your Sbingles and Steel Siding for nearly five years, and have found them 
first-cla.ss in every particular. Most of'the carpenters around here uill not use any other make, 
although a big reduction in price is being oftered by other firms, Your Shtngles ean be applied \ ^ry 
rapidiy, and give splendid satisfaction." 
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Brockville, Ont., January 2gth, 1898. 



PROM M.ESSRS. SüERIDAN & POWER, 

Hardware Merchants, etc. : 



14 We have been usinjí your Embossed Metallic Ceilintjs and Metal Roofing for about five years, 
and have always found the goods of first-elass quality and just as represented, and have always 
found it a pleasure to do business with you. 1 



Wileatlkv, Ont., February ^th, 1898. 
From John K. Wright, Kso., Farnter: 

11 1 am happy to say that everv job where your Shingles have been used has given entire satis- 
faclion. Roofs of your cheapest grade, vvhich I put on nearly five years ago, are ín every respect as 
sound and as good-looking as the day they were put on. I have used your g^oods on roofs with but 
three inches faíl to ihe foot, and they have proved entirely satisfactory. Vour methods of doing 
business have always been prompt, careful and considerate, and in every particular pleasing and 
sal isfactorv. 



From J. S Moir, ESQ.j 

llardware Merchant t 



ArnprioRi Ont M January Jist, 1S9S, 



lí It is about nine years since I commenced to use your Shingles. I have been using the East. 
lake Shingle particularly, and think that it is the best roofing that anyone can put 011. I have had 
every satisfaction wilh your goods/ 
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Webbwood, Ont. January ^ist, 1898. 



From Messrs. Pirvis Bros», 

Hardware Merchants ¡ 

tl We have covered several buildings 
perfectly durable and just as represented.' 



/Íth your Steel Siding Piates, and find them to be 



L ! 



Ottawa. Ont M Februarv 1, 1898. 
From Messrs. E, G. Laverdi re Sí Co.> 

Hardware Merchants, etc: 

" We have been using your Brick Skling for the last ten years, and it is the best we ever used. 

We do not think there is much room for ímproving said goods. 



Bradkord. Ont , February 8th, 1898. 

From A. Thompson, Eso., 

Hardware Merchant, etc: 

" I have been using your Shingles and Siding íor the past seven or eight years, and find them 
all that you guarantee them to be. I have used other makes of shingles and siding, but they are not 
to be compared to yours.' ___ 

Kemptville, Ont., January jist, 1898. 
From Messrs. Mundi.e & Pbrcival, 

Hardware Merchants, etc: 

" We have been using your Eastlake Shingles, both galvanized and painted, for the past four 

years, and they have given good satisfactiou wherever used. 
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Fkom Oavid D. WlGLE, Esg., 

Dealer in Hardware, etc. : 

" I have used your Metallíc Shingles, Sidin 
tound them at all tímes satisfactorv." 



Amherstrl rg, Ont., January 24th, 1898. 



g- and Ceilings during- the past four vears and have 



From Almon Reed, Esq., Foxboro', Ont.. January 2 4 th, ,898. 

Brick and Tile Manufacturer : 

•' I have used over ,20 squares ofyour Galvanized and Painted Shingles. Some ofthem hav 
been laid over five years, and they are as good as the dav thev were laid." 



From \\"m. Warnock, Esg., 

Private Banker: 



AYLMER, Ont., May 2oth, 1897. 



■' Enclosed please find draft in paymenl for contract of office ceilrag. I am uell pleased 
wjth the } oh. I think it is a perfect gem, and consider it a great advertisement for vou here." 



From t;. R. Phillips, Esq., 

General Merchanl, etc. : 



CoRNWALI., Ont., January j 5 th, 1898. 



"I have used your Metallic Roofing, mostly «he Erapire Shingles, uith satisfaction to mv 
cuvtomers and mvselt'. 



■M— 






Früm John McArthur, Esg. t 

Hardware Merehant, etc. : 



Hensall, Ont. f January 2;th, 1898. 



Ci I have been using your goods tbr nine years, and consider them to be very much superíor to 

any other make oi\ the market. I do not cousider any other roofing equal to your Empire Galvani2ed 
Shingles, and would recommend your goods to anyone wanting a good article.' 



Stnderland. Ont., January 27Ü1, 1898 



FrOM Messrs. J. H. Glendínning eS: Co,, 

Hardware Merchants : 



u We desire to express the great satisfaction we have had in handling your goods. \\ e 
have sold your Eastlake and Empíre Shingles for several years. Last summer \ve sold and put 
up some of your ceilings, and our customers are very much pleased with your goods. and have 
expressed themselves to us as being well satisfied/ 



Belleville, January 25111. 1898. 
From Wm. McGib, Esq., 

Plurnber, Steamfitter, etc : 

44 I have used your Eastlake Patnted and Galvanized Steei Shingles, Brick Siding, 
Corrugated Iron, and Embossed Metal Ceiling for the past nine years, and think they are ihe 
best in that line. A roof I put on nine years ago is in perfect condition to-day." 
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Fl? „. , o ,-* _ Dittox. Om.. Januarv 2Qth, 1S9S. 

tROM \. b. Crawford, Eso., 

Hardware Merchant, etc: 

" I have used your Eastlake Painted and Galvanized Shingies for over seven years on barns 
and houses, and they have given us and our customers perfect satisfaction. We have never had any 
complaints, and ean recommend your gi - to anyone wanting a good artiele. 









Fro.m Thos. Wooster, Esq, Avlmek. Ont.. May , 4 ih, l>9: . 

Builder and Contractor : 
kt I have the pleasure of mforming you thai your workmen have given us the best o( 
satisfaction in applying the ceiling for Mr. Warnock's hanking office. The ceiliog \s a credit lo 
the Metallie Roohng; Company. 



Fro.m A. Chapman, Eso.. Hastixgs, Ont., January : 5 th, «898. 

General Hardware Merchant : 

•' I have handled your Stdmg, also Painted and Galvanized Shingies, for the past three yea 
and may say that they have turned out to the entire satisfacüon oí myself and customers. We have 
to thank you for the great care you have always taken to kee P the goods strictly up to samples, both 
5 regards qualtty and accuracy of constructton, which greatly íacilitates putting on." 



From Alex. Andrews, Eso., 

Tinsmith. etc. : 



Carp, Ont., January 2-jth, iSqS, 



4t I have been using; your Shingles and Siding for the past five years, and have found them 
very satisfactory. Yours are the best shing*les that 1 have ever used, being easier ío put on, 
and being" better than any others." 



From Messrs. W. & J. Sheridan & Co., 

Dealers tn Stoves, Tinware, eic. 



Belleville, January >9th, 1898 



Cl We have been using your Metallic Ceilings and Painted and Galvanized Shingles, also 
Corrugated Conductor Pipe, during the past five years, all of which have givetl g-eneral satisfaction. 
We have heard no complaints, and take pleasure in recommending your gfoods to the public. " 



From H. Chambers, Esq., 

General Merchant : 



SPRINGFIELD, Ont M February 8th, 1898, 



" I have been using your Eastlake Painted and Galvanized Shingies for about eight vears- 
and also your Pressed Brick Siding*. During* this time I have used several hundred squares, and 
can recommend them as being- the best covering" for houses and barns. Every roof that I have 
put on has given first-class satisfaction. 1 
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From Messrs. Phillips Bros 

Hardware Merchants, etc: 



Havelock. Ont., January zsth, r8qS. 



I consider your goods the best we have handled. We have been very much pleased 
them, tispecially the Brick Siding and Eastlake Shingles." 



with 



From J. O. Beaudoiñ, Esq., 

Tinsmith, Roofer, etc: 



CoOKSHIRE, Oue.. Januarv 28th, 1898. 



" i have been using your Eastiake Shingles and Steel Ceiling tov over fouryears, and have 110 
hesitation in stating that your goods are the l>est in the market." 



From Tiü- St. Anthonv Lumber L\\, 

Manufacturers and Dealcrs in Lumber, etc 



OTTAWA, Ont., Januarv 2qth % 189S. 



" We ha\e used a large amount of your Roofing at varíous times and ahvays found it as 
represented by you. The rnateríal has given good satisfaction in every way. 



Fro.m Messrs. Wm. Stevély & Son, 

Merchanls and Manufaelurers : 



LONDON, Ont.. January 2>nd, j8qÑ. 



"We have used a large quantiiy oí goods of your manulaeture, partieutarlv Siding and 
Shingles, forthe pasl seven or eigfat years, and have invariabiy found them to prove satisfactorv.*" 
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From Albert Welch, Esq., 

Dealer in Hardware, Stoves, etc. : 



Toromo. Ont, Februarv jth, 1898, 



-I used a constderable quantity of your Eastlake Shingles about fiíteen years ago, and on 
examination I find that they are apparently as good as ivhen put on. I consider vonr g-oods 
the \ery best that can be obtained for the purpose for whieh they are manufactured." 




We shall be gplad to have yotir orders, or to give any further 

information that you may require. 



Have you seen our Embossed Metalhc 
Ceilings, or our Rock-faced Stonc 
and Bríck pattern Sidings? 

They are the very latest and most up- 
to-date articles for Irtterior and Ex- 
terior Fínish. 



THE METALLIC ROOFING CO. 

OF CANADA, LfMtTBD, 

Cor, King and ^Dtifferín Streets, 

TORONTO, ONT 

PATENTEES AND SOLE M ANUFACTURE RS 
OF THE EASTLAKE SHINGLES. 
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THE MILN-BI NGH AM 

PRINTINO COMRANY, 

TORONTO, ONT 
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PATENT SHINGLE. 













